please try 


SURGEON GENERAL'S WARNING: Smoking 
By Pregnant Women May Result in Fetal 
Injury, Premature Birth, And Low Birth Weight. 


Box and tOD's Box Menthol: Less than 0.5 mg. “tar", 0.05 mg. nicotine: 
Soft Pack. Menthol and 100’s Box: 1 mg. "tar", 0.1 mg. nicotine: 

100's Soft Pack and 100's Menthol: 5 mg. "tar". 0.4 mg. nicotine: 

120's: 7 mg. "tar", O.G mg. nicotine av. par cigarette, FTC Report Jan. '85. 
Slims: 8 mg. "tar". 0.6 mg. nicotine av. per cigarette by FTC method. 


Source: https://www.industrydocuments.ucsf.edu/docs/yfkj0004 
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